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DESIGN 


CHECKED 
DRAWING NO. 


TITLE 
SCALE 
INSULATOR 


DART AEROSPACE LTD 
HAWKESBURY, ONTARIO, CANADA 


DATE 
10.09.28 
THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


SPECIFICATION CONTROL DRAWING 


REV. 
DESCRIPTION 
BY 
DATE 


PA1 
NEW ISSUE 
10.09.28 


NOTES: 


1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 
7) WEIGHT: 0.00 lbs 


D4208-X INSULATOR 


DART PART 
NUMBER 
DESCRIPTION 
MANUFACTURER 
MANUFACTURER 
PART NUMBER 
VENDOR 
PANEL ENGAGEMENT 
"L" 
OUTSIDE DIAMETER 
"A" 
COLLLAR THICKNESS 
"B" 
INSIDE DIAMETER 
"C" 
PANEL HOLE DIAMETER 
"D" 


D4208-1 
NEGATIVE TERMINAL 
INSULATOR 
KEYSTONE 
ELECTORNICS CORP. 
7685 
NEWARK 
0.032 
0.375 
0.032 
0.171 
0.250 


D4208-3 
POSITIVE TERMINAL 
INSULATOR 
KEYSTONE 
ELECTRONICS CORP. 
7682 
NEWARK 
0.032 
0.385 
0.062 
0.145 
0.240 


PRELIMINARY ISSUE 


